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Asociacion Para La Reconstruction Econdmica CuSafisr 

(AREC) 


7;r 7 ^ 


HUNTINGTON MEDICAL BLDG. 
Apt. 1209 

168 S. E. 1st STREET 
MIAMI 32. FLORIDA 


FftxnH'. 4-1067 


Decamber 16, I960. 


Mr. Allen Dulles 

Central Xri elligenoe Office (CIA) 
Washington, D. C. 


Dear Mr. Dullest 

Herein we are enclosing copies of the 
cablegrams that this Association has sento to the 
Prime Minister of Canada} to the ABC TV of New lark} 
to the Pepsi Cola Co.} to the Coca Cola Company as 
well as their answer to us and we are also attaching 
a copy of a Resolution taken by the Board of Directors 
of AREC to make up a Black List. 


Hoping that these will be of some interest 
to you, we re m ain 



CUBAN ECO 'CM i 
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Washington, D* C # 
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